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FIGURE 2, 176921 TRANSFORMER AND RELAY ASSEMBLY 
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FIGURE 3. 194086 MODIFICATION KIT TO ADAPT WALL MOUNTED PRINTER 
FOR SELECTIVE CALLING 
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178518 MOTOR CONTROL ASSEMBLY 
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SECTION 573-133-804 


162358 t 


SUPPLIED WITH 
16235; 


FIGURE 5. 176985 RECTIFIER AND CABLE ASSEMBLY (S00MA) 
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FIGURE 6, 178507 SELECTOR MAGNET DRIVER ASSEMBLY 
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Description and 
Poge Number 


Coll, Mognet 5 
Coil, Mognet 5 

Screw (8-32 x 7/16 Fil) 5 
Screw (6-32 x 5/16 Fil) 3 
Washer, Flat 5 

Washer, Lock 2 to7 

Nut (5/16-32 Hex) 5 
Nut (6-32 Hex) 2, 6 
Nut (6-40 Hex) 3, 5 

Nut (6-40 Hex) 2, 3 
Wosher, Lock 2 

Wosher, Lock 5 

Spring ‘5 

Washer, Flot 5 

Nut (6-32 Hex) 7 
Wesher, Flat 2107 
Spring 'S 

Washer, Flat 5 

Weosher, Flot 2 

Spring 'S 

Serew (6-40 x 17/16 
Fil) 5 

Terminal 2 

Wesher, Flat 3, 5 107 
Washer, Lock $ 

Washer, Lock 2, 6 

Jock 2 

Wether, Lock 2 

Terminal 2 

Nut (4-40 Hex) 5 

Key, Line Test 2 

Knob 2 

Washer, Insulating 2 
Connector, Receptacle (2 
Pp) 2 

Connector, Plug (2 Pt) 2 
Holder, Fure 2, 6 
Jumper (8-1/2" Lg Green) 
2 


Resistor (27,000 Ohm) 
Nut, Insulating (3/8-32) 
2 


Grommet, Rubber 7 
Washer, Spring 5 

Clomp, Cable (5/16" 

10) 5 

Clomp, Cable (3/8" 10) 4 
Clamp, Cable (7/16" 

1b) 2 

Wosher, Flat 5 

Fuse (4 Amp) 2 

Wosher, Insulating 7 


151410 
151414 
151427 
151432 
151440 
151626 
151629 
151630 


151632 
151657 
151818 
151819 
151999 
152426 
152465 
152466 
152893 
159157 
150459 
153484 
153537 
153841 
154337 
154846 
155753 


155755 


NUMERICAL INDEX 


Screw (3-56 x 1/4 Flat) 2 
Coble W/Terminel 2 
Screw (6-40 x 5/8 
5,6 

Stud 2, 4 


Screw (6-40 x 3/8 Fil) 2 
Bose 5 

Core 5 

Frome 5 

Plote, Insuloting 5 
Gallor, Spacing $ 


Plote, Clamp 3, 5107 
Armature 5 

Stud (4-40) 5 

Terminal 2 to 7 

Nut (6-40 Lug) 7 

Screw (6-40 x 1/4 Hex) 
2,5,7 

Screw (6-40 x 3/8 Hex) 
25 

Screw (6-40 x 1/4 Fil) 
2104 

Jumper (4-1/4" Lg Block) 
4 


Jumper (3* Lg Block) 2,5 
Grommet, Rubber 3, 5 
Nut, Self-Locking (6-40) 
7 


‘Connector, Receptacle (20 
Pr) 2 

Connector, Receptacle (20 
Pr) 2,4 

Screw (4-40 x 1/4 Hex) 

2 


Resistor (400 Ohm) 5 
Block, Terminal 2, 4 
Serew, Terminal (6-32) 
24 

Screw (6-40 x 9/32 Hex) 
3 


Screw (6-40 x 9/16 Hex) 
7 


Cover 5 
Cover 2, 4 

Sleeve, Insulating (1/8 1D 
x72" lg) 2,5 

Sleeve, lasulating (11/64 
1D x 5/8" lg) 2 


Port 
Number 


157230 
157231 
157313, 
158266 
160229 
162357 
167358 
162359 
162360 
171541 
174001 


176920 
176921 
176985, 
178503 
178505 
178507 


178508 
178509 
178510 
178511 
178512 
178513, 
V7e5i4 
178515 
178516 
178517 
178518 


178519 
178520 
178521 
178523 
178530 
178840 
178841 
178843 
178853 
17854 
178856 
178859 
178868 
178868 
194086 
194087 
199231 


199232 
199233 
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Jumper (6" Lg Black) 2 
Jumper (6" Lg Black) 4 
Resistor (1800 Ohm) 5 
Tronsformer 3 
Plate, Mounting 6 
Copacitor (500 MFD) & 
Diode 6 
Transformer, Power 6 
Fuse (.8 Amp) 6 

le 7 
Connector, Receptocle (3 
Pt) 2 
Plote, Mounting 3 
Relay Assembly 3 
Rectifier Assembly 6 
Bose 2 


2 
Driver Assembly, Selector 
Magnet 7 

Coble W/Terminals 7 
Coble W/Terminals 3 
Insulator (1-40) 2 

Goble W/Terminals. 2 
Insulator (41-80) 4 
Coble W/Terminals. 2 
Plate, Bottom 2 

Coble W/Terminals. 3 
Plate 2 

Cable W/Terminols. 2 
Control Assembly, Motor 
5 


Coble W/Terminals 5 
Goble Assembly 2 
Coble W/Terminals. 6 
Goble Assembly 2 
Goble W/Terminols 5 
Copacitor (400 MFD) 7 
Tronsformer 7 

Plote, Mounting 7 
Cover, Relay 3 
Brocket, Relay 3 
Reloy 3 

Cord, Circuit 7 
Resistor (700 Ohm) 7 
Clip 7 

Modificstion Kit 4 
Coble Assembly 4 
Bracket, Connector 
Mounting 2 

Cover 2 

Coble W/Terminols 2 


